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FIRST  PRESBYTERIAN  CHURCH  •  1822  „ 

New  Bern,  North  Carolina  S 
Constructed  from  a  design  of  Sir  Christopher  Wren. 
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61480-C  WEST  ■.VICK,  NEW  YORK 


